19990906.ba v02_n661.bam.990906 


>From ???@??? Tue Sep 07 02:27:01 1999 

Message-Id: <199909062213.d86MD8g27850@sco.theporch. com> 
Date: Mon, 6 Sep 1999 17:12:46 CDT 

From: Old Tube Radios <boatanchors@theporch. com> 

To: Old Tube Radios <boatanchors@theporch.com> 

Subject: BOATANCHORS digest 2661 


BOATANCHORS Digest 2661 
Topics covered in this issue include: 


1) re: Hallicrafters Sky Challenger query 

by "Bob Duckworth" <wb4mnf@atl.org> 
2) Re: Rack needed 

by "Dan 'Hank' Arney" <kn6di@groupone.net> 
3) Re: Rack needed 

by "Dan 'Hank' Arney" <kn6di@groupone.net> 
4) Re: Some Thoughts on Test Equipment 

by Scott Robinson <spr@earthlink.net> 
5) Monitoring 500 

by Dick Dillman <ddillman@igc.apc.org> 
6) A2! 

by Dick Dillman <ddillman@igc.apc.org> 
7) Re: Rachs and such... 

by Dick Dillman <ddillman@igc.apc.org> 
8) Re: Halli speaker ID needed 

by Dick Dillman <ddillman@igc.apc.org> 
9) Re: Some Thoughts on Test Equipment 

by "Arden Allen" <gumbear@pacbell.net> 
10) Re: Some Thoughts on Test Equipment 

by "Mike B. Feher" <n4fs@monmouth. com> 
11) Re: Some Thoughts on Test Equipment 

by George Sieverson <k9gdt@starnetusa.net> 
12) Re: Some Thoughts on Test Equipment 

by "Mike B. Feher" <n4fs@monmouth.com> 
13) Re: Navy Hammarlund RBG info please 

by polepeeg@aa4rm.ba-watch.org (Marty's Refl. Drop) 
14) Re: Some Thoughts on Test Equipment 

by Bob Roehrig <broehrig@admin. aurora. edu> 
15) re: Halli Sky Grunion 

by polepeeg@aa4rm.ba-watch.org (Marty's Refl. Drop) 
16) WANTED: BC-3480 

by "Walt Novinger" <wnovinger@home.com> 
17) Re: WANTED: BC-3480 

by CARRJJ@aol.com 
18) Re: Some Thoughts on Test Equipment 


by "Arden Allen" <gumbear@pacbell.net> 
19) Re: Some Thoughts on Test Equipment 
by "Mike B. Feher" <n4fs@monmouth. com> 
20) Re: Some Thoughts on Test Equipment 
by "Bob Duckworth" <wb4mnf@atl.org> 
21) Re: WANTED: BC-348Q 
by Bruce Muscolino <w6toy@erols.com> 
22) Re: Inca xfmr question..... 
by "Tom R. Rice" <tomrice@netcom. com> 
23) Strange Device ("Victor")... 
by Jack Harper <jharper@bsi2000.com> 
24) HQ-215 pics 
by "James C. Garland" <4cx250b@miavx1.acs.muohio.edu> 
25) WWII Military items for trade/wanted 
by Jack Antonio <dia@dia.reno.nv.us> 
26) Re: Some Thoughts on Test Equipment 
by Morris Odell <morriso@vifp.monash.edu.au> 


Message-Id: <199909060125.VAA10491@hat-trick.atl.org> 
From: "Bob Duckworth" <wb4mnf@atl.org> 

To: Old Tube Radios <boatanchors@theporch.com> 
Subject: re: Hallicrafters Sky Challenger query 

Date: Sun, 5 Sep 1999 21:18:28 +0100 


Thank you all for writing. 
Consensus is that it's an SX18 
and that there is a Riders that 
covers it. Now to get her running. 
-bob 


Message-ID: <37D319B2.D3B57D38@groupone.net> 
Date: Sun, 05 Sep 1999 18:32:34 -0700 

From: "Dan 'Hank' Arney" <kn6di@groupone.net> 
MIME-Version: 1.0 

To: Old Tube Radios <boatanchors@theporch.com> 
CC: Old Tube Radios <boatanchors@theporch.com> 
Subject: Re: Rack needed 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Just for laughs if my Texas ranch was an acre in Downtown Dallas I would 
not have to worry about SS or working or the stock market. Just get the 
lease payments in each month to pay for my excursions in MY Gulfstream 
IV as I flew to my 150' yacht at the port of my choosing with my nice 
sweet little BA tuner uppers, I am the BA they are the nubile tweakers. 
HI 


Dream ON OM HI 
Hank 


Message-ID: <37D31A41.96050159@groupone.net> 
Date: Sun, 05 Sep 1999 18:34:57 -0700 

From: "Dan 'Hank' Arney" <kn6di@groupone.net> 
MIME-Version: 1.0 

To: Old Tube Radios <boatanchors@theporch.com> 
CC: Old Tube Radios <boatanchors@theporch.com> 
Subject: Re: Rack needed 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


And in the US a square mile is 640 of them acres, so if I had a square 
mile in Downtown Dallas, then I would be getting close to BG in 
Washington State. 

HaHaHaHI 

Hank 


Message-Id: <v0300780bb3£8f9974e4a@[209 .179.193.74]> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 

Date: Sun, 5 Sep 1999 21:56:15 -0700 

To: Old Tube Radios <boatanchors@theporch.com> 

From: Scott Robinson <spr@earthlink.net> 

Subject: Re: Some Thoughts on Test Equipment 


Hey, yourself, Bobbi, 


I'm using a 7000 series Tek scope at work, too. I like the differential 
preamp with a wide selectin of band limiting filters (HP and LP) in it. 


Regards, 


Scott Robinson 
spr@earthlink.net 


Junque is GOOD for you! 


Date: Sun, 5 Sep 1999 22:31:36 -0700 (PDT) 
Message-Id: <2.2.16.19990905221626.340f2ff4@pop.igc.org> 
Mime-Version: 1.0 


Content-Type: text/plain; charset="us-ascii" 
To: Old Tube Radios <boatanchors@theporch.com> 
From: Dick Dillman <ddillman@igc.apc.org> 
Subject: Monitoring 500 


According to the wheel monitored here (San Francisco) tonight LGW in 
(Rogaland Radio, Norway) is still monitoring 500kc. (via station LGQ). I 
wonder who has that lonley duty? 


Vy 73, 
Dick/"RD" 


Dick Dillman, W6AWO 
Chief Operator at K6KPH of the Maritime Radio Historical Society 
Collector Of Heavy Metal: 
Harleys, Willys and Radios Over 100lbs. 


Date: Sun, 5 Sep 1999 22:31:39 -0700 (PDT) 

Message-Id: <2.2.16.19990905221629.0f6fc132@pop.igc.org> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 

To: Old Tube Radios <boatanchors@theporch.com> 

From: Dick Dillman <ddillman@igc.apc.org> 

Subject: A2! 


There I was, minding my own business and idly tuning the 513-4 around 8Mc/s 
to see what might be heard when... a station sending A2 popped up! Man, I 
haven't heard A2 on the air since KFS dropped the modulation from their 
500kc. signal many years ago. But there is was on 8095kc. sending five 
letter groups. Of course these "spy" stations are known to do pretty much 
anything they want. Still, I'll take my A2 where I can get it these days! 


Vy 73, 
Dick/"RD" 


Dick Dillman, W6AWO 
Chief Operator at K6KPH of the Maritime Radio Historical Society 
Collector Of Heavy Metal: 
Harleys, Willys and Radios Over 100lbs. 


Date: Sun, 5 Sep 1999 22:51:38 -0700 (PDT) 
Message-Id: <2.2.16.19990905223607.45dfc934@pop.igc.org> 


Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 
To: Old Tube Radios <boatanchors@theporch.com> 
From: Dick Dillman <ddillman@igc.apc.org> 
Subject: Re: Rachs and such... 


At 10:05 PM 9/4/99 -0500, Robert Nickels wrote: 


>First, there are NO nuts, bolts, or other hardware. Each high-density 
>particle-board shelf is supported completely on all four sides by a 
>heavy-gauge stamped steel "beam" or "brace", the ends of which are notched 
>to lock into punched slots in the four corner posts. The only tool 
>required is a hammer or mallet, and it takes about 15 minutes to assemble a 
>5-shelf rack that measures 6' tall, 3' wide, and 18" deep. 


I write to enthusiastically support Bob's review of this type of shelving. 

I use it exclusively at work to store electronics of all kinds. I've had to 
move my storage area three times and the easy assembly and disassembly of 
these units without the worry of where all the nuts and bolts went is 
another mark in their favor. 


Regards, 
Dick 


Dick Dillman, W6AWO 
Chief Operator at K6KPH of the Maritime Radio Historical Society 
Collector Of Heavy Metal: 
Harleys, Willys and Radios Over 100lbs. 


Date: Sun, 5 Sep 1999 22:51:50 -0700 (PDT) 

Message-Id: <2.2.16.19990905223644 . 45df83d8@pop.igc.org> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 

To: Old Tube Radios <boatanchors@theporch.com> 

From: Dick Dillman <ddillman@igc.apc.org> 

Subject: Re: Halli speaker ID needed 


At 08:13 AM 9/5/99 -0500, Kevin Thomas wrote: 


>I got a speaker with a SX-101 that I recently purchased from a local 
>ham. It is a Halli speaker. It is about 6 inches square, has a dark gray 
>faceplate/border with a silver perforated grill in a lighter gray 
>cabinet. The border has the Halli circle h emblem above the word 
>hallicrafter across the bottom. There are no id numbers or anything else 
>on the exterior.... any ideas??? 


According to Dachis (page 114) what you have seems to be a R-47, "a... 
compact... 3.2 ohm speaker speaker for voice frequencies only used with the 
SX-115, SX-122, SX-122A, S-129, SX-130 and SX-133." Hope this helps. 


Regards, 
Dick 


Dick Dillman, W6AWO 
Chief Operator at K6KPH of the Maritime Radio Historical Society 
Collector Of Heavy Metal: 
Harleys, Willys and Radios Over 100lbs. 


Message-Id: <199909061201.FAA26502@mail-gw5.pacbell.net> 
From: "Arden Allen" <gumbear@pacbell.net> 

To: Old Tube Radios <boatanchors@theporch.com> 

Subject: Re: Some Thoughts on Test Equipment 

Date: Mon, 6 Sep 1999 05:00:59 -0700 

MIME-Version: 1.0 

Content-Type: text/plain; charset=IS0-8859-1 
Content-Transfer-Encoding: 7bit 


7600 trombones........... - 


I too have discovered the value of the 7000 scopes and plugins. I havea 
7613 with a 7A13 differential plugin (I would like to have a 7633 because 
it has a much higher storage rate). I also have two 7603's waiting amongst 
the cobwebs to get their turn on the bench. The 7A13 differential 
comparator plugin is a unit of particular interest. There isn't anything 
in Tek's current stable that matches it except in one of their giga-buck 
units. In fact their current catalog recommends the 7A13 for use with 
their differential probe pair! What good is a dif amp? They are very good 
at looking at signals across circuit elements elevated from ground in the 
presence of large signals. With the comparison voltage you can accurately 
measure the instantaneous voltage of a signal. A modern digital scope 
can't beat the 7A13 for some uses, particularly where its large common mode 
voltage handling ability is needed. The 7000 plugins are a real challenge 
to your surgical skills also. Don't think it will be a quick repair job if 
you haven't tackled one before! 


Arden Allen KB6NAX Vallejo, CA  gumbear@pacbell.net 


Message-ID: <0Q04501bef864$4e9d43e0$b61bbf£d1@n4fs> 
From: "Mike B. Feher" <n4fs@monmouth.com> 

To: Old Tube Radios <boatanchors@theporch.com> 
Subject: Re: Some Thoughts on Test Equipment 


Date: Mon, 6 Sep 1999 08:35:28 -0400 

MIME-Version: 1.0 

Content-Type: text/plain; 
charset="iso0-8859-1" 

Content-Transfer-Encoding: 7bit 


I recently bought a Tektronix 7L13 spectrum analyzer that came with the 
memoscope 7613 mainframe. What a piece of junk. Tektronix should have stayed 
in the scope market where they really excelled and let HP do the spectrum 
analysis stuff. 


My bench scope is a Tek 2445 that I purchased brand new about 15 years ago. 
I am very happy with it. But the 7L13 is a worse performer than the HP 141T 
it replaced on my bench. Specifically, stability is a problem, as well as 
internal nonlinearities making spurious and sidebands appear much higher 
than they really are. I also do not like the limited resolution BW filter 
selection and scan width scheme. The only thing I like about it is the on 
screen annotation of control settings, since as I get older I do not see as 
well as I used to. Wonder if any one else has noticed similar problems with 
their 7L13. 73 - Mike 


Mike B. Feher, N4FS 
89 Arnold Blvd. 
Howell, NJ, 07731 
732-901-9193 


Sore Original Message ----- 

From: Scott Robinson <spr@earthlink.net> 

To: Old Tube Radios <boatanchors@theporch. com> 
Sent: Monday, September 06, 1999 12:56 AM 
Subject: Re: Some Thoughts on Test Equipment 


Hey, yourself, Bobbi, 


I'm using a 7000 series Tek scope at work, too. I like the differential 
preamp with a wide selectin of band limiting filters (HP and LP) in it. 


Regards, 


Scott Robinson 
spr@earthlink.net 


VV VV VV VV VV VV 


> Junque is GOOD for you! 


Message-ID: <37D3C6E9.9C034282@starnetusa.net> 
Date: Mon, 06 Sep 1999 08:51:37 -0500 

From: George Sieverson <k9gdt@starnetusa.net> 
MIME-Version: 1.0 

To: Old Tube Radios <boatanchors@theporch.com> 
CC: Old Tube Radios <boatanchors@theporch.com> 
Subject: Re: Some Thoughts on Test Equipment 
Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Greetings Mike and fellow filamentarians, 


I couldn't agree more. My 7L13 was a also disappointment. While the unit is a 
marvel in packaging technology, servicing the beast a nightmare...and mine went 
down frequently. The last time I repaired it, I gave it to a friend with the 
stipulation that I never see it again. Two months later, the tracking generator 
went south. 


I brought out my trusty old HP141T system and have since acquired most of the 
accessory plug-ins, probes and tracking generators. A much more reliable 
instrument, IMHO. 


Although the 141T system lacks on screen readouts, the lettering on the panel 
and knob skirts is large enough for this 50 year "Olde Pharte" to read. 


73 'n cheers 'n beers, 

- George 

KAKA KIKI KAKI KI IK IKK IKI IK IKI IK IKI IRI IK I IK 

George Sieverson (Amateur Radio - K9GDT) 

E-mail: k9gdt@starnetusa.net (web updated 9/4/99) 
Web Page: http://pwp.starnetinc.com/k9gdt/index.htm 
(Radio Page - Humor, BA's & Homebrew only) 

KAKA KIKI IK KAKI KI IK IKK IAI IK IKI IK III IKI IK I IK 

"Mike B. Feher" wrote: 


> I recently bought a Tektronix 7L13 spectrum analyzer that came with the 
> memoscope 7613 mainframe. What a piece of junk..... 


Message-ID: <Q0Obd01bef873$2e17ed00$b61bbf£d1@n4fs> 
From: "Mike B. Feher" <n4fs@monmouth.com> 

To: Old Tube Radios <boatanchors@theporch.com> 
Cc: "Old Tube Radios" <boatanchors@theporch.com> 


Subject: Re: Some Thoughts on Test Equipment 

Date: Mon, 6 Sep 1999 10:21:56 -0400 

MIME-Version: 1.0 

Content-Type: text/plain; 
charset="i1s0-8859-1" 

Content-Transfer-Encoding: 7bit 


George - 


Well I agree of course totally. I was able to see the knobs with my 54 year 
old eyes on the 141. But that aside, the 7L13 is still a piece of junk 
IMHO.When I got the 7L13 I sold my 141T system. Another mistake. With the 
141 and plug ins, I could look at complex sidebands and they would be 
exactly where I calculated the levels to be, not so on the 7L13. That sucker 
without the mainframe cost about $15K when it came out. I am now looking to 
replace it with an HP. 73 - Mike 


Mike B. Feher, N4FS 
89 Arnold Blvd. 
Howell, NJ, 07731 
732-901-9193 


> Although the 141T system lacks on screen readouts, the lettering on the 
panel 

> and knob skirts is large enough for this 50 year "Olde Pharte" to read. 
> 

> 73 'n cheers 'n beers, 

> - George 


Date: Mon, 6 Sep 1999 12:44:40 -0400 

From: polepeeg@aa4rm.ba-watch.org (Marty's Refl. Drop) 
Message-Id: <199909061644 .MAA01438@aa4rm.ba-watch.org> 
To: Old Tube Radios <boatanchors@theporch.com> 
Subject: Re: Navy Hammarlund RBG info please 


The RBG (sounds like 'garbage') was the HQ129X's predecessor. Used all 
Single-ended tubes & hermetic-sealed xfrmrs. but looks just like a HQ120 
from the front. 

Good find Paul! 

& did you report the 75t/152t/304t display to eimac @ AWA-Rochester? 


Marty 


Date: Mon, 6 Sep 1999 11:47:58 -0500 (CDT) 

From: Bob Roehrig <broehrig@admin.aurora.edu> 

To: Old Tube Radios <boatanchors@theporch.com> 

cc: Old Tube Radios <boatanchors@theporch. com> 

Subject: Re: Some Thoughts on Test Equipment 

Message-ID: <Pine.OSF.3.96.990906114241 .12286A-100000@admin. aurora. edu> 
MIME-Version: 1.0 

Content-Type: TEXT/PLAIN; charset=US-ASCII 


On Mon, 6 Sep 1999, Mike B. Feher wrote: 


> I recently bought a Tektronix 7L13 spectrum analyzer that came with the 

> memoscope 7613 mainframe. What a piece of junk. Tektronix should have stayed 
> in the scope market where they really excelled and let HP do the spectrum 

> analysis stuff. 

I always felt that certain mfrs should have stayed with making just the 

stuff they were good at and not try and compete in areas where they did 

not have the expertise. All the years I worked in manufacturing at AT&T, 

we all agreed that: 


Tek scopes 
H-P = generators/counters 
Daven = attenuators 


I have never liked H-P scopes with the one exception of the 
8568A spectrum analyzer I have. But for an actual scope, Go Tek 
or forget it. 


"Nostalgia is a thing of the past" 
E-mail: broehrig@admin.aurora.edu or k9eui@arrl.net 73 de Bob, K9EUI 
CIS: Data / Telecom Aurora University, Aurora, IL 
630-844-4898 Fax 630-844-4222 


Date: Mon, 6 Sep 1999 13:25:13 -0400 

From: polepeeg@aa4rm.ba-watch.org (Marty's Refl. Drop) 
Message-Id: <199909061725 .NAAQ1478@aa4rm.ba-watch.org> 
To: Old Tube Radios <boatanchors@theporch.com> 
Subject: re: Halli Sky Grunion 


....Was Sky Challenger 
SX18 had phasing control, S18 didn't - no xtal filter 


Both had 'Rejector control' & Rider's 13-H1 says it only works on top 
two bands. 


Ckt diagram show it as a series-turned LC n/w at antenna input that 
nulls incoming sig.s @ 930kcs (2 x IF) removed from desired input. 


Message-ID: <01c601bef88e$64339860$0100a8cO@cgra1.ab.wave.home.com> 
From: "Walt Novinger" <wnovinger@home.com> 
To: Old Tube Radios <boatanchors@theporch. com> 
Subject: WANTED: BC-348Q 
Date: Mon, 6 Sep 1999 11:36:45 -0600 
MIME-Version: 1.0 
Content-Type: text/plain; 
charset="is0-8859-1" 
Content-Transfer-Encoding: 7bit 


I have been looking for a really nice BC-348Q, one in excellent cosmetic and 
electrical condition. I would prefer one that has had a PS conversion to 
120VAC done, but will take one with a dynamotor. Please respond via email 
with photos, if possible, and price. 


From: CARRJJ@aol.com 

Message-ID: <ef34b035.25055757@aol.com> 

Date: Mon, 6 Sep 1999 13:43:51 EDT 

Subject: Re: WANTED: BC-348Q 

To: Old Tube Radios <boatanchors@theporch.com> 
MIME-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 
Content-Transfer-Encoding: 7bit 


In a message dated 99-09-06 13:37:21 EDT, you write: 


<< boatanchors@theporch.com >> 


I too would like a BC-348-Q with 120-VAC power supply conversion done. 


Joe Carr 
K4IPV 


Message-Id: <199909061813.LAA17408@mail-gw2.pacbell.net> 
From: "Arden Allen" <gumbear@pacbell.net> 

To: Old Tube Radios <boatanchors@theporch.com> 

Subject: Re: Some Thoughts on Test Equipment 


Date: Mon, 6 Sep 1999 11:12:17 -0700 
MIME-Version: 1.0 

Content-Type: text/plain; charset=IS0-8859-1 
Content-Transfer-Encoding: 7bit 


> Tek = scopes 
> H-P = generators/counters 
> Daven = attenuators 


Back 'n them days. Not anymore. Today, I'd take an HP over a Tek 
scope....... but I'm straying... 


Arden Allen KB6NAX Vallejo, CA gumbear@pacbell.net 


Message-ID: <0Q28d01bef894$602a8480$b61bbfd1@n4fs> 
From: "Mike B. Feher" <n4fs@monmouth.com> 
To: Old Tube Radios <boatanchors@theporch.com> 
Subject: Re: Some Thoughts on Test Equipment 
Date: Mon, 6 Sep 1999 14:19:33 -0400 
MIME-Version: 1.0 
Content-Type: text/plain; 

charset="iso-8859-1" 
Content-Transfer-Encoding: 7bit 


I agree, but I was being nice to Tek. But how about the other way around, a 
Tek SA for an HP SA? 73 - Mike 


Mike B. Feher, N4FS 
89 Arnold Blvd. 
Howell, NJ, 07731 
732-901-9193 


> Back 'n them days. Not anymore. Today, I'd take an HP over a Tek 
> scope....... but I'm straying... 

> 

> Arden Allen KB6NAX Vallejo, CA  gumbear@pacbell.net 


Message-Id: <199909061909.PAA11819@hat-trick.atl.org> 
From: "Bob Duckworth" <wb4mnf@atl.org> 

To: Old Tube Radios <boatanchors@theporch.com> 
Subject: Re: Some Thoughts on Test Equipment 

Date: Mon, 6 Sep 1999 15:01:52 +0100 


If ones goal is to fix radios without a bench full of 'stuff' 
then a calibrated RX, a VTVM, and an RF probe (diode and cap :-) 
are sufficient. A crystal based harmonic generator is handy but 
many RX have one inside already. 

-bob 

wb4mnf 


Message-ID: <37D413BE.1080@erols.com> 

Date: Mon, 06 Sep 1999 15:19:26 -0400 

From: Bruce Muscolino <w6toy@erols.com> 
MIME-Version: 1.0 

To: Old Tube Radios <boatanchors@theporch.com> 
CC: Old Tube Radios <boatanchors@theporch.com> 
Subject: Re: WANTED: BC-348Q 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Me too! 


73 


From: "Tom R. Rice" <tomrice@netcom. com> 

Message-Id: <199909061931.MAAQ5063@netcom17.netcom. com> 
Subject: Re: Inca xfmr question..... 

To: Old Tube Radios <boatanchors@theporch.com> 

Date: Mon, 6 Sep 1999 12:31:10 -0700 (PDT) 

Cc: glowbugs@piobaire.mines.uidaho.edu (free glowbugs) 
MIME-Version: 1.0 

Content-Type: text/plain; charset=US-ASCII 
Content-Transfer-Encoding: 7bit 


At the Livermore swap meet today, I found two 

NIB Inca power xfmrs, a C-12 and a C-11. The C-12 

had the data sheet with it, the C-11 did not, although 
both boxes had rudimentary info. 


These are both xfmrs with normal HV windings, a 5-volt 
rectifier filament winding and (utter delight!), 2.5-volt 
CT filament windings. The C-12 offers 5 amps at 2.5 volts, 
but I'd like to know the rating on the C-11; mebbe it 
would be usable to power the fils on a twin Hartley 

using two type 45 bulbs. 


VVVVV VV VV VV VV 
VVV VV VV VV VV VV 


Thanks in advance, 


73 de WB6BYH 


"Start off every day with a smile and get it over with." --W.C.Fields 
Tom R. Rice 
tomrice@netcom.com 


Message-Id: <4.1.19990906132454 .00b66920@mail.pcisys.net> 
Date: Mon, 06 Sep 1999 13:32:34 -0600 

To: Old Tube Radios <boatanchors@theporch.com> 

From: Jack Harper <jharper@bsi2000. com> 

Subject: Strange Device ("Victor")... 

Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


Happy Labor Day to the List... 


A friend of mine has an interesting thingus that he scrounged from his 
grandfather's (deceased) tool shed almost forty years ago. 


It is a round black cylinder about six inches tall and three or four in 
diameter that is mounted on a wooden base. The thing has some sort of 
interrupter/vibrator gadget mounted on the side. It looks like a 
demonstration/lab unit o£ some sort complete with screw terminals etc. 


When he was a kid, he ran 120VAC through the thing and it emitted a spark 
an inch or two long. 


He cleaned the thing up yesterday and "Victor" and "Chicago" is barely 
discernible. 


My theory is that it is an early 20th century high school/college 
laboratory demonstration item -- "“oudin coil"?? 


My friend thought that it was part of an ancient spark transmitter but I 
don't think so but then I don't really know. 


Did "Victor" build lab gear back in 1920 or so and then merged with RCA at 
some point?? 


Ideas? Any thoughts appreciated. 


Regards 


Jack, WOYJ (Friend to all things Hammarlund) 


Jack Harper BSI2000, Inc. 
303-231-9095 Lakewood, Colorado USA 


"Optical Cards... A Spectrum of Solutions" 
Optical Cards for Bank, EBT, and Medical Applications 
Visit our Web Page: http://www.bsi2000.com (Last Update: 990101) 


Message-Id: <3.0.5.32.19990906173103 .00802680@miavx1.muohio.edu> 
Date: Mon, 06 Sep 1999 17:31:03 -0400 

To: Old Tube Radios <boatanchors@theporch.com> 

From: "James C. Garland" <4cx250b@miavx1.acs.muohio.edu> 
Subject: HQ-215 pics 

Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


Hi Gang, 


I've got my "new" HQ-215 aligned and working and, as promised, have posted 
a couple of pics of it on the web. You can check it out at: 


http: //www.muohio.edu/~4cx250b/RX1. jpg 

and 

http: //www.muohio.edu/~4cx250b/RX2. jpg 

The first photo shows it with some of my old (gagg!) solid state receivers. 
73, 


Jim W8ZR 


Message-ID: <37D4361A.32B3@dia.reno.nv.us> 
Date: Mon, 06 Sep 1999 14:46:02 -0700 

From: Jack Antonio <dia@dia.reno.nv.us> 
MIME-Version: 1.0 

To: Old Tube Radios <boatanchors@theporch.com> 
CC: milsurplus@qth.net 

Subject: WWII Military items for trade/wanted 


Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Good afternoon all, 


I have acquired a few items that I don't really need, and would 
like to trade them for some items I do really need-all WWII radio 
gear related. I acquired most of this equipment with the condition 
I either use it or use it for trading stock, so selling it is 

not an option. 


What I have to trade: 


Combination tester for the I-56J test set. Not the complete I-56J, 
just the large combination tube tester-VOM. With original manual. 
Looks good, I don't think it was used much if at all, but shows signs 
of 40 years of sitting on a shelf, a few scratches and scuffs. Not 
tested, the line cord insulation is rotting away. 


B range Tuning unit for GP-6(CAY-47151) Missing covers, knobs, and 
the dial locks, but looks complete RF wise-use as foundation for 
repair, or parts. 


Two ASB-7 transmitters (CAY-52ABV)Both are missing their blower, and 
one is missing the high voltage supply, but they don't appear to 

be modified or cut up. Also have an ASB-6 receiver(CAY-46AAM) but 
this appears to have been modified, use for parts or as a foundation 
to restore. 


The following two items are heavy, would prefer a delivery or pick-up 
arrangement. I can ship, but the shipping costs will not be minor. 


Range Calibrator I-223-A. Basically, this is a big-green-heavy 
163.xxx ke crystal calibrator. I am pretty sure this was used to 
calibrate range indications on radar sets. Looks complete, unmodified, 
but dusty. 


Power Unit No. 3 for Wireless set #19. With two connectors. 
Made by Eicor. Also looks unused, but shelf worn. 


Now, what I'm looking for, these items are on the top of my shopping 
list, but would be willing to consider any WWII aircraft type gear. 


Any SCR-274N or ARC-5 pieces, but especially the following: 
BC-451 transmitter control box 
Short(3' max) spline tuning shaft 
-5 to 1.5 dial for remote control boxes 


RU/GF parts: 


Junction box for RU-16/GF-11(I think I need a CW-62008, but 
I would be willing to take a CW-62018) 

CW-23097 Tx ctl box 

Connectors for above. 


Thanks! 


Jack Antonio WA7DIA 
dia@dia.reno.nv.us 


Message-ID: <37D43BCA.81ED0960@vifp.monash.edu.au> 
Date: Tue, 07 Sep 1999 08:10:18 +1000 

From: Morris Odell <morriso@vifp.monash.edu.au> 
MIME-Version: 1.0 


To: 


Old Tube Radios <boatanchors@theporch. com> 


Subject: Re: Some Thoughts on Test Equipment 
Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Anchorites, 


Arden Allen wrote: 


> 


> I too have discovered the value of the 7000 scopes and plugins. 


> 7613 with a 7A13 differential plugin The 7A13 differential 


> comparator plugin is a unit of particular interest. 
in Tek's current stable that matches it except in one of their giga-buck 
units. 


> 
> 


I've gotta put a plug in here (ouch!) for boatanchor test gear, 
specifically oscilloscopes of which there is only ONE brand worth even 
considering. 


In fact 
plugins 
consist 
voltage 
signal. 
coupled 


I have a 


There isn't anything 


the Tek differential comparator amps started with the W and Z 
for the 530/540 series and went on to include the 1A7A. These 
of a differential amplifier together with a stable variable 
source that can be used to balance the dc component of an input 
Useful for looking at ripple on a B+ line while remaining DC 
throughout, for instance. They also allow accurate voltage 


measurements to be made without relying on the accuracy of the ‘scope 
vertical calibration. 


The 7000 series diff comparator has a nice digital readout of the 


balancing voltage while the older plugins used switched attenuators and 
turns counting dials. The (solid state) 1A7A just has an output fror a 


DVM even though there's plenty of real estate left in the 


plugin. The 


1A7A also has a nifty arrangement for manipulating the upper and lower 
frequency response limits so that you can look at signals without 
broadband noise. 


I agree the 7000 series are very nice and in fact I own a 7603 with a 
few plugins too, but for everyday use in the boatanchorium you can't go 
past a 530/540 series behemoth warming the shack with its fan humming 
sweetly and that lovely hint of orange glow visible throught the cabinet 
perforations. The knob markings are big enough to read too. 


Mind you, you need a bit of Space..... 
73 de Morris VK3DOC 


End o£ BOATANCHORS Digest 2661 
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